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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 ATHENS 06399 2711 HZ 
ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO SY-05 FBOE-OO A-01 
/025 W 

090302 280610Z/17 

R271054Z JUL 78 
FM AMEMBASSY ATHENS 
TO USINT BAGHDAD 
INFO SECSTATE WASHDC 6928 


LIMITED OFFICIAL USE ATHENS 6399 

BAGHDAD FOR RSO; WASHINGTON FOR A/SY/OPS/T AND OC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: AIR CONDITIONER SERVICE 

REF: BAGHDAD 1536 

1 . OIC/TSO ATHENS APPRECIATES POST PROBLEM WITH AIR 
CONDITIONER MAINTENANCE AND REPAIR, BUT LACKS THE 
SKILLS AND RESOURCES TO BE OF ASSISTANCE. 

2. SUGGEST POST COMMUNICATE PROBLEM TO OC WHO HAS 
AIR CONDITIONER TECHNICIANS KNOWLEDGEABLE ON 
CCC CYSTEMS. 

MILLS 
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